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PUBLICATIONS RECEIVED 

PEDAGOGICS 

HART : Studies in American Education. By Albert Bushnell Hart, Ph. D., of Harvard 
University. Size 5x7)4 in.; pp. 150. Longmans, Green & Co. 

JACKSON : U. S. Bureau of Education. Reprint of Chapter XXVIII. of the Report of 
the Commissioner of Education for 1891-92. Education in Alaska. 189192 Sheldon 
Jackson, D. D., General Agent. Size 5)4x9 in.; pp. 48. Washington: Government 
Printing Office. 

JACKSON : U. S. Bureau of Education. Reprint of Senate Executive Document No. 70. 
Fifty-third Congress, second session. Report on Introduction of Domesticated Rein- 
deer into Alaska, with Maps and Illustrations, by Sheldon Jackson, D. D., General 
Agent of Education in Alaska. 1894. Size 5^x9 in.; pp. 187. Washington: Govern- 
ment Printing Office. 

STEINER : United States Bureau of Education. Circular of Information No. 2, 1894. 
Contributions to American Educational History. Edited by Herbert B. Adams. No. 
19. History of Education in Maryland. By Bernard C. Steiner. Ph. D., Librarian of 
the Enoch Pratt Free Library of Baltimore City. Size 5^x9 in.; pp. 331. Washing- 
ton: Government Printing Office. 

STOWELL : The Training of Teachers. By Thomas B. Stowell, A. M., Ph. D., Princi- 
pal State Normal School, Potsdam, N. Y. Size sH*8% in.; pp. 18. Rochester, N. Y.: 
Educational Gazette Co. 

Biennial Report of the State Superintendent of Public Instruction of North Carolina for 
the Scholastic Years from July 1, 1892, to June 30 1893 and from July 1, 1893, to June 
30,1894. MadetoGeneral Assembly of 1895. Size 5)^x9 in.; pp. 62. Raleigh: Josephus 
Daniels State Printer and Binder. 

Catalogue of the Roxbury Latin School. Kearsarge Ave., Boston, Mass. 1894-93. Two 
Hundred and Fiftieth Year. Size 5)^x7^ in.; pp. 62. 

State Education for the People in America, Europe, India, and Australia. With Papers 
on the Education of Women, Technical Instruction and Payment by Results. Size 
6sqS$ in.; pp. 176. Price $1.25. C. W. Bardeen. 

ENGLISH LITERATURE 

BURKE: Burke's Reflections on the Revolution in France. Edited with Introduction 
and Notes. By F. G. Selby, M. A. late Scholar of Wadham College, Oxford. Size 
4^x7 in.; pp. lxxxi. 484. Price 70 cents. Macmillan & Co. 

CHAUCER : The Student's Chaucer. Being a Complete Edition of his Works. Edited 
from Numerous Manuscripts by the Rev. Walter W. Skeat. Litt. D.. LL. L\. Erline- 
ton and Bosworth Professor of Anglo-Saxon in the University of Cambridge. Size 
5KX8H in -: PP' x ""- '49- Price $1.75. Macmillan & Co. 

STRUNK : Macaulay's and Carlyle's Essays on Samuel Johnson. Edited with Intro- 
duction and Notes by William Strunk Jr., Instructor in English, Cornell University. 
Size 4Hx6>6 in.; pp. xl. 192. Price 40 cents. Henry Holt & Co. 

W ATKINS: Literature Primers. American Literature. By Mildred Cabell Watkins. 
Size 4 J *x6 in.; pp. 224. Price 35 cents. American Book Co. 

LATIN AND GREEK LANGUAGES AND LITERATURES 

ARROWSMITH: See Peck. 

AUSTIN: Outline Lessons for the Study of Ancient Geography Bv Francis M. Austin, 

A. M , Instructor in Latin, Wesleyan Academy, Wilbraham, Mass. Size 5^*7*4 in.; 

pp. 31. Leach, Shewell & Sanborn. 

BENNETT : A Latin Grammar. By Charles E. Bennett. Professor of Latin in Cornell 
University. Size 5X7X in.; pp. x 265. Price 80 cents. Allyn & Bacon. 

BOSANQUET : A Companion to Plato's Republic for English Readers. Being a Com- 
mentary adapted to Davis and Vaughan's Translation. By Bernard Bosanquet, 
M. A.. LL. D., formerly Fellow of University College, Oxford. Size 5)^x7% in.; pp. 
xii, 430. Price $1.75 N Y.: Macmillan & Co. 

D'OOGE : Latin in Composition Tablet. By B. L. D'Ooge, M. A., Professor in Latin and 
Greek, Michigan State Normal School. Ypsilanti. Size 6x9 in. Price 20 cents. Ginn 
&Co. 

PECK : Roman Life in Latin Prose and Verse Illustrative Readings from Latin Liter- 
ature. Selected and Edited by Harry Thurston Peck. Ph. D., Professor of the Latin 
Languages and Literature, Columbia College, and Robert Arrowsmith, Ph. D., Pro- 
fessor of Greek and Latin, Teachers' College, New York Size 5x7^ in.; pp. 256. 
Price fi. 50. American Book Co. 
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SCHREIBER : Atlas of Classical Antiquities. By Th. Schreiber. Edited for English 
use by Professor W. C. F. Anderson, Firth College, Sheffield. With a Preface by 
Professor Percy Gardner. Size 10^x13^ in.; pp. 203. Price $6.50. Macmillan & Co. 

SCUDDER : First Latin-Reader, Including Principles of Syntax and Exercises for Trans- 
lation. By Jared W. Scudder, A. M., Latin Master in the Albany Academy. Size 
4^x7 in.; pp. xi. 284. Price 90 cents. Allyn & Bacon. 

FRENCH AND GERMAN LANGUAGES AND LITERATURES 

BAUMBACH : Frau Holde. Ein Gedicht von Rudolf Baumbach. With Introduction 
and Notes by Laurence Fossler, A. M.. Professor of Germanic Languages, University 
of Nebraska". Size 4^x6^3 in.; pp. vi. 105. Price 25 cents. Henry Holt & Co. 

BERNHARDT: Heath's Modern Language Series. Kleine Geschichten von Richard 
von Votkmann (Richard Leander) und andere Erzahlungen. With Notes and 
Vocabulary for Beginners in German, bv Wilhelm Bernhardt. Director of German 
Instruction in the High Schools of Washington, D. C. Size 5X7J4 in.; PP- i x - 90- 
Price 30 cents. D. C. Heath & Co. 

VON CHAMISSO : Peter Schlemihls Wundersame Geschichte. Von Adelbert von 
Chamisso. With Introduction and Notes by Frank Vogel, A. M., Assistant Pro- 
fessor of Modern Languages, Massachusetts Institute of Technology. With Cruik- 
shank's Illustrations. Size 4^x6^ in.; pp. xv. 126. Price 25cents. Henry Holt & Co. 

DUMAS : Episodes from Mes Memoires par Alexandre Dumas. La Poudre de Soissons. 
Edited with Notes by E. E. M. Creak, B. A., Associate of Newham College. Cam- 
bridge ; Head Mistress of King Edward's" High School for Girls, Birmingham. Size 
4x6 in.; pp.108. Price 40 cents. Longmans, Green & Co. 

ESCLANGON : The French Verb Newly Treated. An Easy, Uniform and Synthetic 
Method of its Conjugation. By A. Esclangon, Examiner in the University of Lon- 
don. Size tx.^% in.; pp. xii. 205. Price $1.25. Macmillan & Co. 

VON KLENZE : Deuetsche Gedichte. Selected with Notes and an Introduction by 
Camillo Von Klenze. Ph. D , Instructor in German in the University of Chicago. 
Size 4^x6*4 in.; PP- x "i- 33*- Price go cents. Henry Holt & Co. 

LABICHE : Maynard's French Texts. No. q. La Poudre aux Yeux. Comedie par Mm. 
Eugene Labiche et Edouard Martin. Edited by Arthur H. Solial, A. B., A M., In- 
structor of French in the West Division High School, Chicago. Size 4>jx6X in.: pp. 
107. Maynard. Merrill & Co. 

MARTIN : See Labiche. 

DE MUSSET : A Selection from the Poetry and Comedies of Alfred de Musset. Edited 
with an Introduction and Notes by L. Oscar Kuhns, Professor of Romance Lan- 
guages in Wesleyan University. Size 5x7!^ in.; pp. xxxvii. 282. Ginn & Co. 

WHITNEY : An Introductory German Reader. By William Dwight Whitney, Pro- 
fessor of Sanskrit and Comparative Philology of Yale University, and Marian P. 
Whitney, Teacher of Modern Languages at the Hillhouse High School, New Haven. 
Size 4^x6% in.; pp. vii. 399. Price $1. Henry Holt & Co. 

VON WILDENBRUCH : Maynard's German Text. No. 9. Harold. . Trauerspiel in 
Funf Akten von Ernst von Wildenbruch. Advanced Text with Preface and Notes by 
A.Voegelin M. A . Assistant Master at St. Paul's School, London. Size 4^x7 in.; pp. 
vi. 133, Maynard, Merrill & Co. 

HISTORY AND POLITICAL ECONOMY 

BARTLETT : Facts I Ought to Know About the Government of My Country. By Will- 
iam H. Bartlett, Principal of the Chandler Street School, Worcester, Mass. Size 
4x5% in.; pp. xviii. 150. Worcester, Mass.; Press of Charles Hamilton. 

LARNED : History for Ready Reference. From the Best Historians, Biographers, and 
Specialists Their Own Words in a Complete System of History. For all Uses. Ex- 
tending to all Countries and Subjects and Representing for Both Readers and Stu- 
dents the Better and Newer Literature of History in the English Language. By J. 
N. Lamed. With numerous Historical Maps from Original Studies and Drawings 
by AlanC. Reiley. In Five Volumes. Volume IV., Nicaea to Tunis. Size 7^x11 in.; 
pp. 769. The C. A. Nichols Co. 

MALTHUS : Parallel Chapters from the First and Second Editions of an Essay on the 
Principle of Population. By T. R. Malthus. 1798-1803. Size 4^X7 in.; pp. xix. 134. 
Price 75 cents. Macmillan & Co. 

WHITNEY : Johns Hookins University Studies in Historical and Political Science. 
Herbert B. Adams, Editor. Thirteenth Series. l-IL, Government of the Colony of 
South Carolina. By Edson L. Whitney, Ph. D., LL. B., Professor of History, Ben- 
zonia Mich. Size 6x9% in.; pp. 121. Price 75 cents. The Johns Hopkins Press. 

Old South Leaflets. No. 48. Bradford's Memoir of Elder Brewster, pp. 8; No. 49. Gov- 
ernor Bradford's First Dialogue. pp.24; No. 50. Winthrop's Conclusions, pp.12; No. 
51. New England's First Fruits: In Respect of the College, and Proceedings of Learn- 
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in g Therein. pp.16: No. 52. The Indian Grammar Begun, pp.16; No. 53. God's 
Promise to His Plantations, pp. 16 ; No. 54. Letters of Roger Williams to Winthrop. 
PP20; No. 55. The Way of the Churches of New England, pp. 16. Size of each 
5X7X in. Published by the Directors of the Old South Work, Old South Meeting- 
House, Boston. 

SCIENCE 

GLAZEBROOK : Cambridge Natural Science Manuals. Physical Series. Mechanics. 

An Elementary Text Book. Theoretical and Practical. For Colleges and Schools. 

Dynamics by R. T. Glazebrook, M. A., F. R. S., Assistant Director of the Cavendish 

Laboratory; Fellow of Trinity College, Cambridge. Size 5x7^ in.; pp. xii. 256. 

Price $1.25. Macmillan & Co. 
HARRIS : How to Teach Natural Science in Public Schools. By Wm. T. Harris LL. D., 

Commissioner of Education. Second Edition, from New Plates. Size 45^x7 in.; pp. 

viii. 46. Price 50 cents. C. W. Bardeen. 

ARCHAEOLOGY 

BRINTON : Publications of the University of Pennsylvania. Series in Philology. Liter- 
ature and Archaeology Vol III. No. 2. A Primer of Mayan Hieroglyphics by 
Daniel G. Brinton, A. M., Sc. D , Professor of American Archaeology and Linguistics 
in the University of Pennsylvania. Size 6xg in.; pp. vi. 148. Price$i 20. Ginn & Co. 



MCLAUGHLIN : The Advanced Fourth Music Reader for Upper Grammar Classes and 
High Schools by James M. McLaughlin, Special Instructor in Music, Boston Public 
High Schools, and George A. Veazie, Supervisor of Music, Chelsea Public Schools. 
The Two-part and Three-part Studies. Composed Expressly for this Work, by W. 
W. Gilchrist. Size 6^xg in ; pp 300. Ginn & Co. 

VEAZIE: McLaughlin. 

GEOGRAPHY 

POWELL : National Geographic Monographs. Prepared under the Auspices of the 
National Geographic Society Gardiner G. Hubbard, President Physiographic 
Processes Bv John W. Powell, late Director of the United States Geological Survey. 
Size 7>£xiii^in.; pp. 32. American Book Co. 



PARTRIDGE : Technique of Sculpture. By William Ordway Partridge. Size 5^x7!^. 
in.; pp. iv. 118. Price $1.10. Ginn & Co. 

MISCELLANEOUS 

RICE: SmallTalk About Business. By A. E. Rice. A Banker's Business Hints for 
Men and Women. Size 5)4x7^ in.; pp. 60. Fremont, Ohio: Fremont Publishing Co. 



